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SUBJ: REPORT OP TRAIN DISASTER NEAR RIGA, LATVIA 

CONGEN HAS PICKED UP UNCONFIRMED REPORT THAT THERE 
WAS MAJOR TRAIN DISASTER NEAR RIGA, LATVIA, SEVERAL DAYS 
AGO. INFORMANT CLAIMED THAT CONCRETE RAIL BRIDGE 
COLLAPSED AS TRAIN WAS CROSSING AND THAT THERE WERE 
"SEVERAL HUNDRED DEATHS. " 

NEUBERT 


UNCLASSIFIED 


NNN 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 
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Copy: SINGLE 
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Document Source: CORE 
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Original Previous Classification: n/a 
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Page Count: 1 
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